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A VIEW OF CHICAGO’S SUBWAY IN THE 
DOWNTOWN AREA 


Shown is the center platform which is 3500 feet 
long. Escalators of the reversible type connect 
the train platform with 8 mezzanine stations each 
located in the middle of the block. Four en- 
trances connect each mezzanine with the side- 
walk. Features of the subway are ventilation, 
illumination, escalators, safety, comfort. 
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